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Abbey Group Companies 


Abbey Color Incorporated 
400 E. Tioga Street 
Philadelphia, PA 19134 
215-739-9960 
215-739-9963(fax) 
EMERGENCY NUMBER: 1-800-985-2207 


SAFETY DATA SHEET 


SECTION 1: PRODUCT AND COMPANY IDENTIFICATION 


PRODUCT NAME: 
SYNONYM: 
PRODUCT CODE: 


SUPPLIER: 
ADDRESS: 


EMERGENCY PHONE: 
ANSWER FIRST PHONE: 
OTHER CALLS: 

FAX: 


CHEMICAL NAME: 
CHEMICAL FAMILY: 
CHEMICAL FORMULA: 


PRODUCT USE: 
PREPARED BY: 


Vic Pure Blue Bo Cry 
Basic Blue 7 
0006030 


Abbey Color Incorporated 
400 East Tioga Street 
Philadelphia, PA 19134 
USA 


215-739-9960 
800-985-2207 
215-739-9960 
215-739-9963 


Basic Blue 7 
Triphenylmethane 
C33H49 CIN 


Laboratory chemicals 
Abbey Color Incorporated 


SECTION 2: HAZARDS IDENTIFICATION 


GHS CLASSIFICATION IN ACCORDANCE WITH 29 CFR 1910 (OSHA HCS): 


Not a hazardous substance or mixture. 


LABEL ELEMENTS, INCLUDING PRECAUTIONARY STATEMENTS: 


No a hazardous substance or mixture. 


HAZARDS NOT OTHERWISE CLASSIFIED (HNOC) OR NOT COVERED BY GHS: 


None 


SECTION 3: COMPOSITION/INFORMATION ON INGREDIENTS 


SYNONYM: 
MOLECULAR WEIGHT: 


Phone: 215 


Basic Blue 7 
514.14 g/mol 
2390-60-5 
219-232-0 


"9 ChemStewards’ 


CERTIFIED FACILITY 


400 East Tioga Street * Philadelphia,PA * 19134 


— 739 — 9960 * Fax: 215-739-9963 * www.abbeycolor.com 
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CONDITIONS FOR SAFE STORAGE, INCLUDING ANY INCOMPATIBILITIES: 
Keep container tightly closed and in a dry, well-ventilated place. 


SECTION 8: EXPOSURE CONTROLS/PERSONAL PROTECTION 


CONTROL PARAMETERS: 


Components with Workplace Control Parameters: 


EXPOSURE CONTROLS: 


Engineering Controls: 


Personal Protective Equipment: 
Eye/Face Protection: 
Skin Protection: 


Respiratory Protection: 


Control of Environmental Exposure: 


SECTION 9: PHYSICAL AND CHEMICAL PROPERTIES 


APPEARANCE (COLOR): 
ODOR: 
PHYSICAL STATE: 


pH AS SUPPLIED: 

MELTING POINT/FREEZING POINT: 
BOILING POINT: 

FLASH POINT: 

DENSITY: 

EVAPORATION RATE: 

UPPER FLAMMABILITY LIMIT: 
LOWER FLAMMABILITY LIMIT: 
VAPOR PRESSURE: 

VAPOR DENSITY: 

SPECIFIC GRAVITY: 

WATER SOLUBILITY: 

SOLUBILITY IN OTHER SOLVENTS: 
PARTITION COEFFICIENT; n-octanol/water: 
AUTOIGNITION TEMPERATURE: 
DECOMPOSITION TEMPERATURE: 
VISCOSITY: 

EXPLOSIVE PROPERTIES: 
OXIDIZING PROPERTIES: 


SECTION 10: STABILITY AND REACTIVITY 


REACTIVITY: 

CHEMICAL STABILITY: 

POSSIBILITY OF HAZARDOUS REACTIONS: 
CONDITIONS TO AVOID: 

INCOMPATIBLE MATERIALS: 

HAZARDOUS DECOMPOSITION PRODUCTS: 


400 East Tioga 
Phone: 215 — 739 — 9960 


Blue 
No data available 
Powder 


No data available 
No data available 
No data available 
No data available 
No data available 
No data available 
No data available 
No data available 
No data available 
No data available 
No data available 
No data available 
No data available 
No data available 
No data available 
No data available 
No data available 
No data available 
No data available 


No data available 


Contains no substance with occupational exposure limit 
values. 


Handle in accordance with good industrial hygiene and 
safety practice. Wash hands before breaks and at the 
end of the work shift. 


Safety glasses with side-shields. 

Handle with gloves. Gloves should be inspected before 
use. Remove gloves without touching skin. Dispose of 
contaminated gloves according to applicable laws. 
Wash and dry hands. 

For nuisance exposure, use N95 or type 1 

particle respirator. 


Do not let product enter drains. 


Stable under recommended storage conditions. 


No data available 
No data available 


Strong oxidizing agents 


No data available 


, ChemStewards' 
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311/312 HAZARD CATEGORIES: No SARA Hazards 


313 REPORTABLE INGREDIENTS: This material does not contain any chemical components with known CAS 
numbers that exceed the threshold (De Minimis) reporting levels 
established by SARA Title Ill, Section 313. 


STATE REGULATIONS: 


MASSACHUSETTS RIGHT TO KNOW COMPONENTS: 


No components are subject to the Massachusetts Right To Know Act 
PENNSYLVANIA RIGHT TO KNOW COMPONENTS: 

Basic Blue 7 CAS: 2390-60-5 
NEW JERSEY RIGHT TO KNOW COMPONENTS: 


Basic Blue 7 CAS: 2390-60-5 
CALIFORNIA PROP. 65 COMPONENTS: 


This product does not contain any chemicals known to State of California 
to cause cancer, birth defects, or any other reproductive harm. 


SECTION 16: OTHER INFORMATION 


HMIS HAZARD CLASSIFICATION 
HEALTH: 0 CHRONIC HEALTH: 0 FLAMMABILITY: 0 PHYSICAL HAZARD: 0 


NFPA HAZARD CLASSIFICATION 
HEALTH: 0 FLAMMABILITY: 0 REACTIVITY: 0 


PREPARATION INFORMATION: Created 06-17-2015 Reviewed 11-29-2021 


DISCLAIMER: TO THE BEST OF OUR KNOWLEDGE, THE INFORMATION CONTAINED HEREIN IS ACCURATE. HOWEVER, 
ABBEY COLOR DOES NOT ASSUME ANY LIABILITY WHATSOEVER FOR THE ACCURACY OR COMPLETENESS OF THE 
INFORMATION CONTAINED HEREIN. FINAL DETERMINATION OF SUITABILITY OF ANY MATERIAL IS THE SOLE 
RESPONSIBILITY OF THE USER. ALL MATERIALS THAT MAY PRESENT UNKNOWN HEALTH HAZARDS ARE DESCRIBED 
HEREIN. WE CANNOT GUARANTEE THAT THESE ARE THE ONLY HAZARDS THAT EXIST. 


, ChemStewards* 


CERTIFIED FACILITY 


400 East Tioga Street * Philadelphia, PA * 19134 
Phone: 215 —739 — 9960 + Fax 215—739—9963 * www.abbeycolor.com 


